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LIVER FUNCTION

SULFOBROMOPHTHALEIN SODIUM, U. S. P. (Bromsulphalein). This
dye normally is rapidly removed from blood stream by the liver (and excreted in
the bile).

Dosage, Intravenous Injection of 6 mg. per kg. body weight normally is
completely removed from the blood at the end of 45 minutes.

Dosage form, Sulfobromophthalein Sodium Injection, U. S. P., ampuls, 3%,
3 cc. (ISO mg. of the dye in 3 cc.).

LYMPHOGRANULOMA VENEREUM

LYMPHOGRANULOMA VENEREUM ANTIGEN (FREI ANTIGEN). Pro-
pared from chick embryo tissue infected with lymphogranuloma venereum virus.

Dosage, Intracutaneously, 0.05 to 0.1 cc.; and similar injection of the control
material. Cutaneous reaction to antigen and to control are made in 48 to 72
hours.

Dosage form.    Package containing 1 cc. ampul of antigen and 1 cc. of control.

OPHTHALMIC LESIONS

FLUORESCEIN SODIUM, U. S. P. To demonstrate minute abrasions of the
corneal and conjunctival epithelium. Areas denuded of their epithelial surface
arc stained a brilliant green and the area limits more easily soon. Also useful ns
a test for patency of the lacrimal duct, the stain appearing promptly in the nasal
secretion if iacrimal drainage is normal,

Dosage, 0.5% solution instilled into conjunotival sac (2% solution may be
used as indicated; must be washed out for proper observation). Denuded areas
may be seen by gross inspection or more exactly under the slit lamp.

ROENTGENOGRAPHIC AGENTS

BARIUM SULFATE, U. S. P. Used in roentgen ray examination of gastro-
intestinal tract. Passes unchanged through the digestive tract. (Caution:
"Barium sulfate" should always bo spelled out completely to avoid confusion with
the highly toxic soluble barium salts such as barium sulfido or barium sulfite.)

IODIZED OIL, U. S. P. Contains 38-42% organically combined iodine
addition product of vegetable oil.

Action and uses. Injected as contrast medium in roentgen diagnosis, espe-
cially tumors of the spinal cord, localization of bronchial and pulmonary lesions,
and In gynecology,

Caution. Iodized oil injection constitutes introduction of a foreign substance
and possible irritant. Especial care should bo exercised as follows: (1) Oils aged
and darkened beyond normal color should not be used. (2) Subarachnoid in-
jection should be avoided except when all other diagnostic measures fail. (3) In
bronohography,,-introduction of the oil restricts tho respiratory space, therefore
its uso should bo avoided where such restriction is contraindicatod. (4) Pressure
should always be carefully controlled during injection. Intrautcrine injection
should never be made except under fluoroscoplo observation. The oil should
never be used Intravenously.

Dosage,    1-5 oo. or more according to intended use,

Dosage form.    Ampuls, various sizes.esting in lympho-
